From: Rosas, Giovanni (DPH) 

Sent: Tuesday, March 01, 2011 1:46 PM 

To: Cheng, Gloria (DPH); Gillis, John (DPH); Jenner, Jennifer (DPH); KaneOl, Peter (DPH); 

Noddin, Linwood (DPH); Rosas, Giovanni (DPH); Servizio, Paul (DPH); Corbett, Kate 
(DPH); Feiden, Stacey (DPH); Frasca, Daniela (DPH); Glazer, Lisa (DPH); Khan, Annie 
(DPH); Lawler, Michael (DPH); Medina, Nicole (DPH); O'Brien, Elisabeth (DPH); Phillips, 
Gloria (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); Salemi, Charles (DPH); 
Saunders, Della (DPH); Sprague, Shirley (DPH); Tan, Zhi (DPH); Tran, Mai (DPH); 

Zanolli, Janice (DPH); Alfonso, Felipe (DPH); Daly, Paul (DPH); Hunt, Thuy (DPH); 
Jacobsen, Patricia (DPH); Katuramu, Patrick (DPH); Ogbue, Ngozi (DPH); Poe, Michael 
(DPH); Rubin, Alan (DPH); Stallings, Sheila (DPH); Tan, Amy (DPH); Clemmer, Jill (DPH); 
Gu, Jane X. (DPH); Hannon, Bruce (DPH) 

Subject: Ventilation Shutdown 


Good afternoon folks.. 

As part of the building ventilation improvement, there will be a 24 hour ventilation shutdown 
March 12 and 13th. Therefore no weekend work should be scheduled during this time 
period. 

Thank you 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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